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The SAS System 


The FREQ Procedure 


Provider 




Provider 

Frequency 

Percent 

Cumulative 

Frequency 

Cumulative 

Percent 

BRIGHAM AMD WOMEN'S HOSPITAL 

8366 

20.75 

8.366 

20.75 

SAINT LUKE'S HOSPITAL 

3529 

8.75 

11895 

29.50 

CHILDREN'S HOSPITAL 

2545 

6.31 

14440 

35.81 

METROWEST MEDICAL CTR NATICK 

1321 

. 3.28 

15761 

39.09 

ADDISON GILBERT HOSPITAL 

1312 

. 3.25 

17073 

42.34 

BERKS HIRE MEDICAL CENTER 

1271 

3.15 

18344 

45.50 

FAULKNER HOSPITAL 

1208 

3.00 

19552 

48.49 

LEMUEL SHATTUCK HOSPITAL 

1165 

2.89 

20717 

51.38 

FALMOUTH HOSPITAL 

1153 

2.86 

21870 

54.24 

WINCHESTER HOSPITAL 

972 

2.41 

22842 

56.65 

CAMBRIDGE HOSPITAL 

936 

2.32 

23778 

58.97 

EXCELL CLINICAL LABORATORIES 

865 

2.15 

24643 

61.12 

LOWELL GENERAL HOSPITAL 

801 

1.99 

25444 

63.11 

LIFE LABORATORIES MERCY MEDICAL 

792 

1.96 

26236 

65.07 

MILFORD REGIONAL MEDICAL CTR 

776 

1.92 

27012 

66.99 

HOLY FAMILY MEDICAL CENTER 

770 

1.91 

27782 

68.90 

GOOD SAMARITAN MEDICAL CENTER 

759 

1.88 

28541 

70.79 

SAINT ANNE'S HOSPITAL 

759 

1.88 

29300 

72.67 

LAWRENCE GENERAL HOSPITAL 

721 

1.79 

30021 

74.46 

BROCKTON HOSPITAL 

671 

1.66 

30692 

76.12 

TUFTS MEDICAL CENTER 

608 

1.51 

31300 

77.63 

SAINT ELIZABETH'S MED CENTER 

571 

1.42 

31871 

79.05 

BETH ISRAEL DEACONESS MED CENTER 

555 

1.38 

32426 

80.42 

EMERSON HOSPITAL 

453 

1.12 

32879 

81.55 

MORTON HOSPITAL 

425 

1.05 

33304 

82.60 

JORDAN HOSPITAL 

416 

1.03 

33720 

83.63 

NORWOOD HOSPITAL 

413 

1.02 

34133 

84.66 

CAMBRIDGE HOSPITAL TB CLINIC 

409 

1.01 

34542 

85.67 

HOLYOKE MEDICAL CENTER 

401 

0.99 

34943 

86.66 

QUINCY MEDICAL CENTER 

369 

0.92 

35312 

87.58 

SAINTS MEDICAL CENTER TB CLINIC 

321 

0.80 

35633 

88.38 

ANNA JACQUES HOSPITAL 

307 

0.76 

35940 

89.14 
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The SAS System 


The FREQ Procedure 


Provider 







Cumulative 

Cumulative 

Provider 

Frequency 

Percent 

Frequency 

Percent 

UMASS MEMORIAL HOSPITAL LABS 

299 

0.74 

36239 

89.88 

COOLEY DICKINSON HOSPITAL 

248 

0.62 

.36487 

90.49 

NEWTON-YVELLESLEY HOSPITAL 

242 

0.60 

36729 

91.09 

(.ETC HELL- WARD TB CLINIC 

241 

0.60 

36970 

91.69 

BOSTON MEDICAL CTR, BIO SQUARE 

235 

0.58 

37205 

92.27 

SAINTS MEMORIAL MEDICAL CENTER 

229 

0.57 

37434 

92.84 

MASSACHUSETTS GENERAL HOSPITAL 

226 

0.56 

37660 

93.40 

NEW ENGLAND BAPTIST HOSPITAL 

195 

0.48 

37855 

93.89 

NORTH SHORE MEDICAL TB CLINIC 

186 

0.46 

38041 

94.35 

MILTON HOSPITAL 

183 

0.45 

38224 

94.80 

HEYWOOD HOSPITAL 

155 

0.38 

38379 

95.19 

STURDY MEMORIAL HOSPITAL 

150 

0.37 

38529 

95.56 

HARRINGTON MEMORIAL HOSPITAL 

145 

0.36 

38674 

95.92 

LAWRENCE BOARD OF HEALTH 

131 

0.32 

38805 

96.24 

MERRIMACK VALLEY HOSPITAL 

131 

0.32 

38936 

96.57 

WORCESTER MEDICAL CENTER 

130 

0.32 

39066 

96.89 

NOBLE HOSPITAL 

103 

0.26 

39169 

97.15 

BROCKTON HOSPITAL TB CLINIC 

67 

0.17 

39236 

97.31 

MALDEN BOARD 01 HEALTH 

63 

0.16 

39299 

97.47 

NASHOBA VALLEY MEDICAL CENTER 

55 

0.14 

39354 

97.60 

LAHEY I B CLINIC 

51 

0.13 

39405 

97.73 

METHUEN BOARD OF HEALTH 

49 

0.12 

39454 

97.85 

BAYSTATE MEDICAL TB CLINIC 

48 

0.12 

39502 

97.97 

DIAGNOSTIC LABORATORY MEDICINE 

48 

0.12 

39550 

98.09 

NORTON BOARD OF HEALTH 

42 

0.10 

39592 

98.19 

SOUTH SHORE HOSPITAL 

38 

0.09 

39630 

98.29 

BROOKLINE BOARD OF HEALTH 

36 

0.09 

39666 

98.38 

HEALTH ALLIANCE CHEST CLINIC 

X 

34 

0.08 

39700 

98.46 

HARVARD VANGUARD MEDICAL KENMORE 

32 

0.08 

39732 

98.54 

BAYSTATE MEDICAL CENTER 

30 

0.07 

39762 

98.62 

MOUNT AUBURN HOSPITAL 

30 

0.07 

39792 

98.69 

HARRINGTON HOSPITAL TB CLINIC 

29 

0.07 

39821 

98.76 
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The SAS System 


The FREQ Procedure 
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: Cumulative 

Cumulative 

Provider 

. 

Frequency^ 

Percent 

Frequency 

Percent 

MIT MEDICAL DEPARTMENT 

28 

0.07 

39849 

98 . 8.3 

FALL RIVER BOARD OF HEALTH 

27 

0.07 

39876 

98.90 

SOMERVILLE BOARD OF HEALTH 

24 

0.06 

39900 

98.96 

NORTH SHORE MEDICAL CTR SALEM 

23 

0.06 

39923 

99.02 

LAHEY CLINIC MEDICAL CENTER 

21 

0.05 

39944 

99.07 

QUINCY MEDICAL CENTER TB CLINIC 

20 

0.05 

39964 

99.12 

MYCOBACTERIAL DISEASE CLINIC BWH 

19 

0.05 

39983 

99.16 

DEDHAM MEDICAL ASSOCIATES, INC 

18 

0.04 

40001 

99.21 

ESSEX COUNTY CORRECTIONAL 

18 

0.04 

40019 

99.25 

NEW ENGLAND SINAI HOSPITAL 

18 

0.04 

40037 

99.30 

BOSTON MEDICAL CENTER 

15 

0.04 

40052 

99.34 

SHRINERS HOSPITAL FOR CHILDREN 

14 

0.03 

40066 

99.37 

WALTHAM BOARD OF HEALTH 

14 

0.03 

40080 

99.40 

OAKWOOD REHABILITATION CTR 

13 

0.03 

40093 

99.44 

BOSTON MEDICAL HEALTH CLINIC 

12 

0.03 

40105 

99.47 

BROOKLINE MEDICAL PHYSIC IANS 

12 

0.03 

40117 

99.50 

CHELSEA BOARD OF HEALTH 

12 

0.03 

40129 

99.53 

HAVERHILL BOARD OF HEALTH 

12 

0.03 

40141 

99.56 

WATERTOWN BOARD OF HEALTH 

10 

0.02 

40151 

99.58 

EVERETT BOARD HEALTH 

8 

0.02 

40159 

99.60 

HARVARD VANGUARD MED. W. ROXBURY 

8 

0.02 

40167 

99.62 

LAWRENCE MEMORIAL HOSPITAL 

8 

0.02 

40175 

99.64 

MASHPEE ( ARE AND REHABILITATION 

8 

0.02 

4018.3 

99.66 

NORTH ANDOVER BOARD OF HEALTH 

8 

0.02 

40191 

99.68 

SOI I II BOSTON COMMUNITY HEALTH 

8 

0.02 

40199 

99.70 

Unknown 

8 

0.02 

40207 

99.72 

AMESBURY BOARD OF HEALTH 

6 

0.01 

4021.3 

99.73 

ANDOVER BOARD OF HEALTH 

6 

0.01 

40219 

99.75 

BOSTON PUBLIC HEALTH COMMISSION 

6 

0.01 

40225 

99.76 

CAMBRIDGE BOARD OF HEALTH 

6 

0.01 

402.3 1 

99.78 

HARVARD VANGUARD MED WELLESLEY 

6 

0.01 

402.37 

99.79 

PLYMOUTH COUNTY CORRECTIONAL 

6 

0.01 

4024.3 

99.81 
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The SAS System 


The FREQ Procedure 
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Provider 

Frequency 

Percent 

Cumulative 

Frequency 

Cumulative 

Percent 

ST VINCENT'S HOSPITAL 

5 

0.01 

40248 

99.82 

ACTON BOARD OF HEALTH 

4 

0.01 

40252 

99.83 

BOSTON CENTER FOR REHABILITATION 

4 

0.01 

40256 

99.84 

ELIOT HEALTH CARE CENTER 

4 

0.01 

40260 

99.85 

HARVARD VANGUARD IVIED. MEDFORD 

4 

0.01 

40264 

99.86 

MASSACHUSETTS UNIVERSITY HEALTH 

4 

0.01 

40268 

99.87 

MAYO CLINIC MINNESOTA 

4 

0.01 

40272 

99.88 

NORWOOD BOARD OF HEALTH 

4 

0.01 

40276 

99.89 

PEABODY BOARD OF HEALTH 

4 

0.01 

40280 

99.90 

QUEST DIAGNOSTICS 

4 

0.01 

40284 

99.91 

REVERE BOARD OF HEALTH 

4 

0.01 

40288 

99.92 

ROSCOMMON ON THE PARKWAY 

4 

0.01 

40292 

99.93 

SALEM BOARD OF HEALTH 

4 

0.01 

40296 

99.94 

TEWKSBURY HOSPITAL 

4 

0.01 

40300 

99.95 

BROOKLINE HEALTH CENTER 

2 

0.00 

40302 

99.96 

COLONIAL NURSING AND REHAB CTR 

2 

0.00 

40304 

99.96 

EAST BOSTON NEIGHBORHOOD HEALTH 

2 

0.00 

40306 

99.97 

FEDERAL MEDICAL CENTER DEVENS 

2 

0.00 

40308 

99.97 

HARV ARD VANGUARD MED. CHELMSFORD 

2 

0.00 

40310 

99.98 

HARVARD VANGUARD MED. SOMERVILLE 

2 

0.00 

40312 

99.98 

HARVARD VANGUARD MEDICAL BOSTON 

2 

0.00 

40314 

99.99 

HARVARD VANGUARD MEDICAL QUINCY 

2 

0.00 

40316 

99.99 

MAPLEWOOD CARE AND REHAB 

2 

0.00 

40318 

100.00 

SUFFOLK COUNTY HOC 

2 

0.00 

40320 

100.00 


Frequency Missing = 1 
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